P.I.

10.

Module 5-1

Lesson Topic 5-1-3

(Continued)

Refer  to  the Airborne Search Radar Interconnecting
Diagram,   figure 5-3,   sheet  1 of 3,   in the mainten-
ance  instruction manual and answer  the  following
questions.

a.      VJhat  is   the primary power input  cable reference
designator? _______________________________.

b.      What  is   the primary input power to  the
cabinet?

c.       Locate W18 on  figure 5-3,  sheet 1 of 3 and
list  the  reference designator  for the major
units  and the plug/jack connectors W18 is

attached  to._______________, _________

_______/______,   and__________I______.

a.   W20,

b.   2Q8VAC,
60Hzi

3/ (phase)

c.    A7,   A3,

J3/P1 and
P2/J4.

11.  Refer to figure 5-3, sheets 1, 2, and 3, in the
Airborne Search Radar Trainer Interconnecting
Diagram. Match the reference designators in
column A to the appropriate signals and voltages
in column Bi
Column A

a.   W7P2-h to W7Pl-h.

b. ' W8P1 to W8P2.

Column B

(1) 1kHz CLOCK.

(2) 26 VAC 400 Hz (HI),

c.  W18P1-D to W18P2-D.   (3) 10 MILE CONT. (Volt-
age)

(4) 120 VAC 60 HE. (HI)

19t
